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Mint of the United States at Philadelphia, 
Melting and Refining Department, 
Philadelphia, 

May 19, 1880 


Sir, 


May I solicit your attention to the want of spelter to refine a considerable lot of silver and 
gold on hand, before the closure of Accounts towards the end of June. 


Very respectfully yours, 
Jas. C. Booth 
M&R 


Hon. A. Loudon Snowden 
Superintendent 


